ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT 
DATE 
OFFICER 1 
OFFICER 2 


L-2 / VEHICLE # 2 
10-26-15 

C. MOONEY # 124 
N/A 


SUPERVISOR M. COOGLE 


1200 


1300/1315 


1340/1325 


1345/1355 


1405/1410 


1410/1415 


1420/1530 


1530/1540 


BRIEFING; ALL EQUIPMENT CHECKED OUT IN GOOD 
WORKING ORDER. 


BUSINESS CONTACT AT 1810 CAHUENGA (711 
STORE ). WE SPOKE TO EMPLOYEE MARLENE. ALL 
CHECKED OUT OK AT THIS TIME. 


ASSIST B-2 AT 1815 CAHUENGA REGARDING A 415 
SUBJECT IN FRONT OF THE LOCATION. 


OUTREACH AT 6373 YUCCA REGARDING MC 
MILLAN, JANET ( AKA ANGIE ). LAPD ISSUED A 
CITATION TO HER FOR 41. 18 (D) LAMC).I 
ADVISED THE OFFICER THAT WE WERE WORKING 
ON GETTING THE SUBJECT PLACED. 


ASSIST B-2 AT INCA ALLEY. 


BUSINESS CHECK AT 5939 HOLLYWOOD BLVD. 
( SALVATION ARMY ). I CHECKED THE PROPERTY FOR 
ANY CRIMINAL ACTIVITIES. NONE OBSERVED. 


OUTREACH; I MET MC MILLAN AND JILL FROM 
STEP UP. I CONVINCED MC MILLAN TO RELOCATE 
HER STAGING AREA. THERE WERE SEVERAL 
COMPLAINTS FROM THE APARTMENT TENANTS 
TO LAPD. SEVERAL LAPD OFFICERS RESPONDED 
TO THE LOCATION BASED ON DIRECT ORDERS 
FROM THEIR CAPTAIN. I SPOKE TO THE 
OFFICERS AND INFORMED THEM THAT WE WERE 
WORKING ON GETTING MC MILLAN INTO A 
PLACE TO RESIDE. THEY THANKED ME FOR MY 
EFFORTS. 


ASSIST -50 AND 60 AT 6922 HOLLYWOOD BLVD. 
REGARDING A 415 FEMALE IN FRONT OF THE 
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1615/1645 


1720/17 
45 


1755/1810 


1845/1915 


2000/2010 


2030 


LOCATION. 
CODE-7. 


ASSIST F-B-5 AT 1468 GOWER ( GOWER STUDIOS ) 
REGARDING A 415 SUBJECT REFUSING TO LEAVE. WE 
MET WITH THE R/P SECURITY OFFICER 
“CHARLES “. WE ALSO MET THE SUBJECT IN 
QUESTION “ JEFF “. WE ADVISED JEFF TO STAND 
CLEAR OF THE PROPERTY AND NOT TO 
INTERFERE WITH OPERATIONS. WE ADVISED THE 
R/P THAT THERE WAS NO VIOLATION AS LONG AS 
THE SUBJECT COMPLIED WITH OUR 
INSTRUCTIONS. 


RADIO CALL AT 7011 HOLLYWOOD BLVD. 
REGARDING A 415 SUBJECT DRINKING BEER. THE 
SUBJECT WAS GOA/UTL. 


OFFICE; UPDATED LOG. 


BUSINESS CHECK AT 6801 HOLLYWOOD BLVD. 
(THE H & H PARKING STRUCTURE ). I CHECKED 
SEVERAL LEVELS FOR LAMC VIOLATIONS. NONE 
OBSERVED. 


END OF WATCH; ALL EQUIPMENT RETURNED IN 
GOOD WORKING ORDER. 
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